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Hospital Acquired Conditions 

Falls with Injury Pressure Injury (Stage III K IV) 
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Hospital Acquired Infections 
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SIR (Standardized Infection Ratio) is a summary measure which compares the actual number of 
Healthcare Associaied Infections (HA!) in a facility with the baseline data for standard population. 
SIR >1.0 indicates more HAIs were observed than predicted, conversely SIR of < 1.0 indicates that 
fewer HAIs were observed that predicted,. 


Readmission Rate Placeholder 


ACHM-Qverall Clinic Assessment 


100 % 


89.0% 


80% 75% Goal 


60% 

40% 

20 % 

0 % 


Oct-17 Dec-17 Feb-18 Apr-18 Jun-18 Aug-18 Oct-18 



100 % 


Oct-17 Dec-17 Feb-13 Apr-18 Jun-18 Aug-18 Oct-18 

Stroger-Willingness to Recommend Hospital 

85% Goal 


80% 


60% 


Cl 40% 

h- 

20% 

0 % 



Oct-17 Dec-17 Feb-18 Apr-18 Jun-18 Aug-18 Oct-18 



COOK COUNTY All information provided in these appended materials is compiled at the direction of the Department of Quality and Patient Safety and is privileged and confidential to be used solely in the course of 
■ a m a ■ a a quality control and for the purpose of reducing morbidity and mortality and improving the quality of patient care. This confidential Patient Safety Work Product is protected under the Federal 
p| ^ L | Patient Safety and Quality Improvement Act and the Illinois Medical Studies Act. 







































HEDIS - Diabetes Management: HbAIc < 8% 


100 % 


90% 


S0% 


70% 


60% 


HEDIS 75th PCTL: 54.0% 


50% 


40% 


30% 


20% 


10 % 


47.3% 


0 % 


Oct-17 


Nov-17 


Dec-17 


Jan-IS 


Feb-18 


Mar-18 


Apr-18 


May-18 


Jun-13 


Jul-lS 


Aug-18 


Sep-18 


Oct-18 



COOK COUNTY All information provided in these appended materials is compiled at the direction of the Department of Quality and Patient Safety and is privileged and confidential to be used solely in the course of 
■ a m a ■ a a quality control and for the purpose of reducing morbidity and mortality and improving the quality of patient care. This confidential Patient Safety Work Product is protected under the Federal 
p| ^ L | Patient Safety and Quality Improvement Act and the Illinois Medical Studies Act. 


3 











Core Measure-Venous Thromboembolism (VTE) Prevention 
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